Amikacin Sulphate 500mg Injection 


Amikacin Sulphate 500mg Injection is a widely used antibiotic known for its effectiveness in treating severe 
bacterial infections. This injectable medication belongs to the aminoglycoside class and is commonly used to 
combat infections caused by gram-negative bacteria. It works by inhibiting bacterial protein synthesis, 
ensuring the elimination of harmful pathogens. 


At Greycross Healthcare, we take pride in offering premium-quality Amikacin Sulphate 500mg Injection to 
meet the healthcare needs of our customers. With a reputation for reliability and excellence, we ensure every 
product meets stringent quality standards for maximum efficacy and patient safety. 


Why Choose Amikacin Sulphate 500mg Injection? 


This injection is particularly effective in treating serious infections like septicemia, respiratory infections, and 
infections of the bones, joints, and urinary tract. It is often prescribed in hospital settings for patients who 
require fast-acting and potent antibiotics. 


Amikacin Sulphate 500mg Injection offers several benefits: 


Broad-Spectrum Activity: Targets a wide range of bacteria. 

Fast Action: Quickly combats infections. 

High Potency: Effective even against drug-resistant bacteria. 
Safe Usage: Trusted by healthcare professionals for critical cases. 
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Why Choose Greycross Healthcare? 


Greycross Healthcare is committed to delivering exceptional pharmaceutical solutions to its customers. Our 
products are rigorously tested to ensure the highest levels of safety and effectiveness. When you choose 
Greycross Healthcare, you are assured of quality, reliability, and competitive pricing. 


Whether you are looking for Amikacin Injection at Best Price, a reliable source to Buy Amikacin Injection 
2ML, or an alternative like Amikacin 250mg Injection, Greycross Healthcare has you covered. Our diverse 


range of offerings ensures we meet the varied needs of healthcare providers and patients. 


Proper Usage and Precautions 


Amikacin Sulphate 500mg Injection should only be used under the guidance of a qualified healthcare 
professional. The dosage and duration depend on the severity of the infection and the patient’s overall health. 
Always follow your doctor’s instructions and inform them of any pre-existing conditions or medications. 


In conclusion, if you’re seeking a dependable supplier of high-quality antibiotics, look no further than 
Greycross Healthcare. Our commitment to quality and customer satisfaction makes us the ideal choice for 
Amikacin Sulphate 500mg Injection and other pharmaceutical needs. 


